Approvecffor Release 2001/08/27 : CIA-RDP58-00353R0001 00140002-8 





Separate cover enclosure t 



25X1 A9a 

IDEN A - 
IDEN B - 
IDEN C - 
IDEN D - Guess Who? ? ? ? 



25X1 A 
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